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CHANGES AND ADDITIONS 
TO ADJUSTING BULLETINS 


138, Issue 5, Model 15 Type Bar Page Printer - Page 18 
147, Issue 2, Single Magnet Reperforator ~ Page 4 
165, Issue 2, Model 14 Typing Reperforator - Page 8 
171, Issue 2, Model 14 Typing Reperforator - Page 7 


ARMATURE STOPS ADJUSTMENT 


Change the clearance requirement of this adjustment to specify 
+035" to .037" instead of .040" to .042" and add the following note: 


NOTE: The upper limit may be increased up to .042" only if 
necessary in order to permit meeting the requirement for 
clearances given under the heading "Armature Trip-Off 
Eccentric Screw Adjustment.” 


Printed in U.S.A. 


